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INFO OCT-01 ISO-OO EB-07 /017 W 
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E.O. 11652: N/A 
TAGS: BTIO, AS 

SUBJ: MAJOR PROJECT PROGRAM: ERARING POWER STATION 

REF : SYDNEY 1444 

1. THE ELECTRICITY COMMISSION OF NEW SOUTH WALES, GPO 
BOX 5257, SYDNEY, NSW 2001 HAS BEGUN CONSTRUCTION 

OF THE POWER GENERATING STATION AT ERARING NEAR NEWCASTLE 
AND WITHIN ONE MONTH WILL BE CALLING TENDERS FOR TWO 
660 M.W. REHEAT BOILERS WHICH WILL BE THE FIRST TWO OF 
SIX UNITS TO BE INSTALLED OVER A PERIOD OF TEN YEARS. 
ESTIMATED COST FOR TWO IS AROUND 100 MILLION U.S. DOLLARS 

2. ABOUT ONE MONTH AFTER THE TENDER IS CALLED FOR 
BOILERS, A TENDER WILL BE CALLED FOR TWO 660 M.W. 

REHEAT TURBO-GENERATORS. ESTIMATED COST AROUND 45 
MILLION U.S. DOLLARS. 

3. POST WILL POUCH TENDER SPEC AS SOON AS AVAILABLE. 
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